BRASS RACER IAMBIC TRIANGLE Parts List 07/15/2019 


Part Part Price Qty Amount Part Part Price Qty Amount 

Number Name (Price x Qty) Number Name (Price x Qty) 
BR-1 4029 Right Blk Paddle wiroll pin. 7.00 BR-23 7043 |Brass Base 45.00 
BR-2 4030 jLeft Blk Paddle w/roll pin 700 BR-24 7042 |Wooden Base (lambic) 22.00 
BR-3 4026 |Paddle Screw 1.50 BR-25 6092 |Stick-on Feet (each) 1.00 
BR-4 6086 |Paddle Roll Pin 1.50 as 
BR-5 6021 |Lever Arm 10.00 
BR-6 6083 |Trunion Screw 3.00 
BR-7 4009 |Silver Contact*** 5.00 BR-A 418 |Contact Post Screw 
BR-8 6078 |Contact Post Screw 1.50 iat (Includes BR-7 & BR-8) 8.00 
BR-10 6076A |Contact Post 12.00 1 BR-B 416 |Lever Arm Includes 
BR-11 6077 |Contact Post Set Screw 1.50 BR-5 & BR-7 17.00 
BR-12 8035 |Nylon Insulator 150 BR-C 318 |Right Paddle includes 
BR-13 1998 |Vertical Block 35.00 BR-1, BR-3,& BR-4 8.50 
BR-14 6088 jLever Arm Adj. Screw 150 BR-CA 319 |Left Paddle includes 
BR-15 6087 |Hinge Pin 3.00 BR-2, BR-3, & BR-4 8.50 
BR-16 6084 |Magnet Tension Spring 150 BR-D 114 |Vertical Block includes 
BR-16a | 6093 |Magnet Tension Ball 1.50 BR-13 & BR-15 48.00 
BR-17 414 |Magnet w/holder 18.00 BR-E Misc. |Contact Post Assembly 
BR-20 8042 |Contact Post Bottom Screws 1.50 —— Includes BR-7, 8 10, 11) 25.00 
BR-21 8044 |Vertical Block Screw 150 


Subtotal 
Shipping and Handling (See Note #5) 


BR-22 8041 |Wood Base Mounting Screw 1.50 


TOTAL AMOUNT ENCLOSED 


ORDERING INFORMATION 


(Call) (Date) 
(Name) (Street) 
(Telephone) (City) (State) (Zip) 
(Email Address) Card #: 
Exp. Date: 
Check/Money Order 


Credit Card (Visa, Mastercard, Discover) 
(Signature) 

NOTES 
1. Please supply complete street address or post office box and zip code. 
2.***lf you need new contacts, please refer to our Contact Replacement Service at www.vibroplex.com. 
3. Please be sure that the form is legible and completely filled out. 
4. If possible, include a day time phone number where you can be reached, 
5. Small parts minimum for USA shipping is $4.08, Canada $10.05, international $13.82 
6. The Brass Racer EK-1 is obsolete. No electronic parts for keyer circuit available. 


THANKS FOR YOUR ORDER 
Vibroplex, 1001 N. BROADWAY, Knoxville, TN 37917 (865) 309-5073 vibroplex@vibroplex.com 


